240
MANUAL OF CYANWATION
TABLE 25 Standard Sieves ADOPTED BY THK I.   M.   M., LONDON
Opening in inches	( )pemMj* in millimeters	Mesh	Dinnteier of wire in decimals <if 1 in.
0 . 1000	2.540	5	0. 1000
0.0620	1 . 575	s	0.0(130
0.0500	1 . 270	10	0.0500
0.0416	1 . 057	12	0.0417
0.0312'	0 . 71)2	1C,	0.0313
0.0250	(U>35	20	0.0250
0.0200	0.50S	25	0.0200
0.016(5	0.422	30	O.OHu
0.0142	0.301	35	0.0143
0.0125	0.318	40	0,0125
0.0100	0.254	50	0,0100
0.0083	0.211	00	O.OOS3
0.0071	0.180	70	0,0071
0.0062	0.157	SO	O.OOOtt
0.0050	0.127	100	0,0050
0.0033	0.084	150	0 0033
0.0025	0.004	200	0 0025
Air-lift Data Tabulated
BY A. W. ALLKN (Kugitieormg and Mining Journal)
The accompanying data on air lifts have been put into tabular form in order that they may ho moro conveniently referred to when necessary. The figures of principal importance* are given.a package into the metal receptacle, and stir well with the spoon. This should be done as rapidly as possible, as the patient's chance of life depends on promptness.
